To: Cheatham, Reggie[cheatham. reggie@epa.gov]; Hestmark, Martin[Hestmark. Martin@epa.gov]; 

Best-Wong, Benita[Best-Wong. Benita@epa.gov]; Evans, David[Evans. David@epa.gov] 

Cc: Restivo, Angela[Restivo.Angela@epa.gov]; Ngo, Kim[Ngo. Kim@epa.gov] 

From: Garcia, David 

Sent: Mon 9/14/2015 1:19:58 PM 

Subject: GKM DRAFT Conceptual Monitoring Plan: suggested private well sampling language 

To All, 

Below is suggested language soliciting input and rationale for further Private Well Sampling 
from stakeholders. Please forward any comments or suggested changes to Angela Restivo by 
12:00 cst Monday, September 14. 

Thank you, 

DF Garcia 


Deliberative Process/Ex. 5 


Sent from my Windows Phone 


David F. Garcia 
Deputy Director 
Water Quality 
Protection Division 


U.S. EPA Region 6 

1445 Ross Avenue (Mail Code: 6WQ-D) 
Dallas, Texas 75202-2733 
Phone: (214) 665-7593 
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